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Walk, Roger A. 

From: Walk, Roger A. 

Sent: Friday, August 15, 2003 9:03 AM 

To: Solaria, Rick P.; Roethig, Hans 

Subject: SCoR launch preparations 
DSS: Yes 

Rick and Hans, 

Has a decision been made whether there will be a ’market surveillance plan' initiated (beyond the 1-800 line for 
product complaints) when the 1st FiiterSelect product will be launched without a reduced-exposure claim? If not, 
when will such a decision been made? If yes, what does the plan encompass? 

I am asking in order to help prepare the launch Q&A (a Corporate Affairs responsibility) that is likely to contain 
such questions (and answers) to address some of the statements we have made in public and in scientific 
venues. 

Regards, 

Roger 


8/15/2003 


PM3001120914 


Source: https://www.industrydocuments.ucsf.edu/docs/lzhk0001 





